PARTS LIST 


DESCRIPTION 
PART NUMBER 
QTY 
ITEM 


LED GREEN 
ES50001-1 
1 
1 


LED YELLOW 
ES50001-2 
2 
2 


PUSH BUTTON SWITCH 
ES50002-1 
1 
3 


SWITCH CAP 
ES50002-2 
1 
4 


RECEPTACLE 
ES50003-1 
1 
5 


FEMALE SCREW LOCK 
ES50003-4 
2 
6 


BACKSHELL 
ES50003-5 
1 
7 


RING TERMINAL 
ES50179-1 
8 
8 


DIODE 
ES50191-1 
5 
9 


HEAT SHRINK, CLEAR 
M23053/5-206C 
18" 
10 


PIN 
M39029/64-369 
10 
11 


SOLDER SLEEVE 
M83519/1-2 
6 
12 


SOLDER SLEEVE 
M83519/1-3 
1 
13 


SWITCH 
MS24523-23 
1 
14 


SWITCH 
MS24524-23 
1 
15 


GUARD 
MS25224-1 
1 
16 


WIRE 
RET701A20 
1 
17 


WIRE 
RET701B20 
1 
18 


WIRE 
RET701D20 
1 
19 


WIRE 
RET701E20 
1 
20 


WIRE 
RET701F20 
1 
21 


WIRE 
RET702A20N 
1 
22 


WIRE 
RET702C20N 
1 
23 


WIRE 
RET702D20N 
1 
24 


WIRE 
RET702E20N 
1 
25 


WIRE 
RET702F20N 
1 
26 


WIRE 
RET703A20 
1 
27 


WIRE 
RET704A20 
1 
28 


WIRE 
RET705A20 
1 
29 


WIRE 
RET706A20 
1 
30 


WIRE 
RET707A20 
1 
31 


WIRE 
RET708A20 
1 
32 


WIRE 
RET708B20 
1 
33 


WIRE 
RET709A20 
1 
34 


WIRE 
RET709B20 
1 
35 


WIRE 
RET709D20 
1 
36 


WIRE 
RET710A20 
1 
37 


WIRE 
RET710B20 
1 
38 


WIRE 
RET710C20 
1 
39 


PANEL 
RT-6050-100_mk2 
1 
40 


EXPANDO LOOM (ALT. ES50004-3) 
ES50004-2 
8in 
41 
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REV 
DATE 
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AUTHOR 
APPROVED 
CHECKED BY 


A 
12/18/18 
SWAPPED PINS 1 & 3 ON CONTROL SWITCH (RETRACTED / DEPLOYED) ON -1 PANEL ASSEMBLY, UPDATED SWITCH SCHEMATICS 
CMK 
CMK 
LS 


B 
2/7/19 
UPDATED NOTE 2 
CMK 
CMK 
LS 


C 
11/18/19 
-100 CHANGED LAYOUT (AESTHETICS), ADDED LASER ABLATE & OPTIONAL CLEAR MATTE ACRYLIC FINISH 
CMK 
CMK 
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-1 PANEL ASSEMBLY 


NOTES: 
1. TIN WIRES PER MIL-S-45743E BEFORE CONNECTING WITH SOLDER SLEEVE. 
2. COMPLETE SOLDERED CONNECTIONS PER MIL-S-45743. 
3. INSTALL HEAT SHRINK OVER DIODES AFTER SOLDERING WIRES. HEAT SHRINK LENGTH TO BE APPROXIMATELY 3.5". 
4. APPLY LACING CORD PER AC43.13-1B CHG. 1 CHAPTER 11 SECTION 12, AS APPLICABLE. 
5. INSTALL HEAT SHRINK OVER UNUSED TERMINALS. 
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COCKPIT INSTALLATION 


6 
3 


5 
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ITEM 
QTY 
PART NUMBER 
DESCRIPTION 
1 
1 
C208RT-6000-18 
WIRE, 16 AWG 
2 
1 
ES50184-5 
BREAKER, 7.5A 
3 
1 
C208RT-6000-17 
WIRE, 16 AWG 
4 
1 
ES50191-3 
DIODE, 30A 
5 
1 
C208RT-6000-45 
WIRE, 8 AWG 
6 
1 
C208RT-6000-35 
WIRE, 20 AWG 
7 
1 
ES50186-1 
RELAY, 40A (ALT. ES50186-2) 
8 
2 
C208RT-6000-24 
WIRE, 10 AWG 
9 
1 
C208RT-6000-20 
WIRE, 10 AWG 
10 
1 
ES50184-6 
BREAKER, 20A 
11 
1 
C208RT-6000-26 
WIRE, 20 AWG 
12 
1 
ES50184-2 
BREAKER, 1A 
13 
1 
C208RT-6000-11 
WIRE, 20 AWG 
14 
1 
ES50184-3 
BREAKER, 1.5A 
15 
1 
C208RT-6000-13 
WIRE, 20 AWG 
16 
1 
ES50184-4 
BREAKER, 3A 
17 
1 
C208RT-6000-15 
WIRE, 20 AWG 
18 
1 
ES50184-2 
BREAKER, 1A 
19 
1 
C208RT-6000-22 
WIRE, 20 AWG 
20 
1 
ES50184-1 
BREAKER, 0.5A 
21 
1 
C208RT-6000-29 
WIRE, 20 AWG 
22 
1 
C208RT-6000-28 
WIRE, 20 AWG 
23 
1 
C208RT-6000-31 
WIRE, 20 AWG 
24 
1 
MS24523-23 
SWITCH, SPST 20A 
25 
1 
C208RT-6000-34 
WIRE, 20 AWG 
26 
1 
C208RT-6000-33 
WIRE, 20 AWG 
27 
1 
MS24524-23 
SWITCH, DPDT 20A 
28 
1 
MS25224-1 
SWITCH GUARD 
29 
1 
C208RT-6000-37 
WIRE, 20 AWG 
30 
1 
C208RT-6000-39 
WIRE, 20 AWG 
31 
1 
C208RT-6000-42 
WIRE, 20 AWG 
32 
1 
C208RT-6000-41 
WIRE, 20 AWG 
33 
2 
ES50191-2 
DIODE, 5A 
34 
1 
ES50001-1 
LED LIGHT, GREEN 
35 
1 
C208RT-6000-44 
WIRE, 20 AWG 
36 
1 
D38999/24WJ20SN 
CONNECTOR 
37 
1 
C208RT-6000-25 
WIRE, 10 AWG 
38 
1 
ES50187-1 
RELAY SOCKET 
39 
2 
ES50187-2 
TERMINAL, 20-18 AWG 
40 
2 
ES50187-3 
TERMINAL, 12-10 AWG 
41 
2 
MS25036-106 
RING TERMINAL 
42 
1 
MS25036-111 
RING TERMINAL 
43 
10 
MS25036-101 
RING TERMINAL 
44 
1 
MS24523-23 
SWITCH SPDT 
62 
1 
ES50188-1 
CIRCUIT BREAKER SWITCH 
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-100 PANEL 


MATERIAL: 0.040" THK 6061-T6 ALUMINUM SHEET PER QQ-A-250/11, AMS 4027, 4026, 4025 
FINISH: ANODIZE PER MIL-A-8625 TYP II, CLASS 2, COLOR: BLACK. LASER ABLATE GRAPHICS, THEN OPTIONALLY COAT 
WITH CLEAR MATTE ACRYLIC FINISH. 
ALT FINISH: BLACK POLYESTER POWDER COAT CARDINAL P/N: C241-BK303. LASER ABLATE GRAPHICS, THEN OPTIONALLY 
COAT WITH CLEAR MATTE ACRYLIC FINISH. 


0.040 


LAYOUT OF ENGRAVING 


0.000 
0.438 0.708 
1.408 1.688 
2.410 2.668 2.938 3.375 


0.000 
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RT-6050 WIRES 


WIRE SPECIFICATION 
LENGTH (ft) 
WIRE MARKING 


MIL-W-22759/16-20-9 
1.0 
RET701A20 


MIL-W-22759/16-20-9 
1.0 
RET701B20 


MIL-W-22759/16-20-9 
1.0 
RET701D20 


MIL-W-22759/16-20-9 
1.0 
RET701E20 


MIL-W-22759/16-20-9 
1.0 
RET701F20 


MIL-W-22759/16-20-9 
1.0 
RET702A20N 


MIL-W-22759/16-20-9 
1.0 
RET702C20N 


MIL-W-22759/16-20-9 
1.0 
RET702D20N 


MIL-W-22759/16-20-9 
1.0 
RET702E20N 


MIL-W-22759/16-20-9 
1.0 
RET702F20N 


MIL-W-22759/16-20-9 
1.0 
RET703A20 


MIL-W-22759/16-20-9 
1.0 
RET704A20 


MIL-W-22759/16-20-9 
1.0 
RET705A20 


MIL-W-22759/16-20-9 
1.0 
RET706A20 


MIL-W-22759/16-20-9 
1.0 
RET707A20 


MIL-W-22759/16-20-9 
1.0 
RET708A20 


MIL-W-22759/16-20-9 
1.0 
RET708B20 


MIL-W-22759/16-20-9 
1.0 
RET709A20 


MIL-W-22759/16-20-9 
1.0 
RET709B20 


MIL-W-22759/16-20-9 
1.0 
RET709D20 


MIL-W-22759/16-20-9 
1.0 
RET710A20 


MIL-W-22759/16-20-9 
1.0 
RET710B20 


MIL-W-22759/16-20-9 
1.0 
RET710C20 


NOTES: 
1. ALTERNATE WIRE SPECIFICATION: MIL-W-22759/41. 
2. WIRE MARKING SPACING TO BE 15 INCHES MAXIMUM PER AC 43.13-1B CHG. 1 PARA. 11-208. 
3. DO NOT DUPLICATE WIRE MARKING PART NUMBERS WITH PART NUMBERS FROM DRAWINGS RT-6000 AND C208RT-6000. 
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